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POWER SUPPLY SYSTEMS 
FOR AIRCRAFT RADIO INSTALLATIONS 


Introduction 
1.1 Introduction of the General Purpose Category Certificate 
of Airworthiness on 31st March 1972 necessitates the 
revision of this Notice. 


1.2 Issue 1 of the Notice drew attention to the dangers of 
operation of aircraft in which the entire radio installation was 
supplied via a single electrical feeder circuit, and prescribed 
that Certificates of Airworthiness would no longer be issued 
or renewed in respect of aircraft certificated in the Transport 
Category with such systems. 


1.3. Experience has shown that the requirements of Issue 1 
need to be re-expressed in terms which will cater for both the 
Transport Category and the General Purpose Category, 
where the latter are required to carry radio when operated for 
the purpose of Public Transport. 


1.4 The requirements to be met for electrical feeder arrange- 
ments for these categories are detailed in 2. 


Requirement 


2.1 The electrical feeder arrangements shall be such that it 
can be shown that :— 


(a) Where more than one item of radio apparatus is installed, 
no likely single failure (e.g. a fuse or relay) will result in 
the loss of all items of apparatus. 


NOTE: It is strongly recommended that such a failure should only 
result in the loss of one item of apparatus. 


(b) Where duplicate apparatus, or apparatus which can 
duplicate a function, is installed, no likely single failure 
(e.g. a fuse or relay) will result in the loss of both items 
of apparatus. 


Implementation 


3.1 Aircraft m Transport Category. Certificates of Air- 
worthiness will not be issued or renewed, unless the require- 
ments of paragraph 2 have been complied with. 


1 


3.2 Aircraft in General Purpose Category. After 31st March 
1973 aircraft certificated in the General Purpose Category 
which are required to carry radio, when operated for the 
purpose of public transport, must comply with paragraph 2. 
Where compliance is not shown a placard in the following 
form must be installed in a prominent position in the crew 
compartment :— 





RADIO INSTALLATION 
ELECTRICAL POWER SUPPLIES 
Airworthiness Notice No. 76 has not been complied 
with. Public Transport Operations where radio 
facilities are a mandatory requirement, are 

prohibited. 





4 Cancellation This Notice cancels ARB Notice No. 76, 
Issue 1, dated 24th August, 1966, which should be destroyed. 


for the Civil Aviation Authority. 


Airworthiness Division, 
Brabazon House, 
Redhill, Surrey RH1 1SQ. 
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